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SUBJECT: GERMAN NIGHT- VISION INSTRUMENT TO CZECHO- 
SLOVAKIA - IL 1502 

REFS: A. COCOM DOC. (74) 1506 
B. STATE 2404 

1. UNDER DATE OF MARCH 26' GERMAN DEL HAS ANSWERED 
QUESTIONS PUT IN REF B. HE STATES: 

A) THE SPECTROSENSITIVITY OF THE IMAGE CONVERTER 
TUBE RANGES FROM 800 TO LESS THAN 1200 NM; 

B) THE RESOLUTION OF THE TUBE IS EQUAL TO OR 
LESS THAN 50 LP/MM (LINE PAIRS PER MILLIMETER); 

C) SINCE THE EQUIPMENT IN QUESTION IS AN INFRA- 
RED IMAGE CONVERTER AND NOT AN IMAGE INTENSIFIER EQUIP 
MENT, THE LIGHT TRANSMISSION FACTOR CANNOT BE INDICATED. 
GERMAN DEL ADDS THAT ANSWERS UNDER (A) AND (B) CAN ALSO 
BE FOUND IN DATA SHEET SUPPLIED LAST NOVEMBER. 

2. ACTION REQUESTED: STATEMENT OF VIEWS BY APRIL 10. 

WE REGRET THAT, OWING TO HEAVY BURDEN OF LIST REVIEW 
AND LONG EASTER WEEKEND, WE WERE UNABLE TO CABLE THIS 
INFORMATION SOONER. 

TURNER 
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